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^ report on and two sketches of the loading 

station at Hartenstein, SDAG Wisniut, Objekt 2. The report gives a short 
description in English of the external physical features of the station » 

Sketch #1 is a free-hand drawing showing the geographic location of Hartenstein, 
with notations in German. Sketch #2 shows the Hartenstein station, with notations 
in Ge mane 
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SOKG Wlfltttit, Object 2, toadying 
Point Higirtenstein. ' { 
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ftrier to late Jenuaiy 1956,j Leading Plant Hartensteln was on the 
spot to start operations. Sto to 8 discharge devices were observed 
alongside the plant and thrM on the insall side. Three feeder tracks 
lead ^ the installation^ tm of then underneath the plant and one on 
^he side of the Cl® ral^oan track (water side). A road extends 
parallel to the plant. ^No approach ranp'to the bunker nor unloading 
defiess for tippel:^p so tld m observed. Thef are prf'sumably installed on the 
•i<|e facing the road. Hot tjlpoers arriving at the plant could be 
observed i 0i:^8ite the loadjlnp, plant between railroad track and watery 
eajor levelll g operations were observed fi^ n distance of about 150 
'• to 200 n. The purpose of thjBse operations could not be detennlnad. 



For sketch of the olant, see Annex 1 and Annex 2. 
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